To:  Lim,  Dianna[Lim. Dianna@epa.gov];  Rudy,  Michael[Rudy. Mike@epa.gov];  Sisk, 

Richard[Sisk.  Richard@epa.gov] 

From:  Land,  Kelcey 

Sent:  Wed  8/12/2015  2:10:56  PM 

Subject:  RE:  New  SSID  #A8K9,  Gold  King  Mine  Blow  Out,  CO 


Thanks  Dianna  - to  make  sure  you  know  this: 


Work  that  was  started  (and  will  continue  at  some  point)  to  assess  the  Gold  King  adit, 
etc.,  will  stay  under  085M,  OU1 

Work  to  address  the  blowout  will  go  under  this  new  SSID  A8K9 

So,  you  will  see  charges  and  activities  at  both  sites  for  each  of  their  different  work. 
Hope  that  makes  sense  - k 


From:  Lim,  Dianna 

Sent:  Wednesday,  August  12,  2015  8:03  AM 
To:  Rudy,  Michael;  Land,  Kelcey 

Subject:  FW:  New  SSID  #A8K9,  Gold  King  Mine  Blow  Out,  CO 


New  site. 


Thanks 

Dianna 


From:  Hansen,  Judy 

Sent:  Wednesday,  August  12,  2015  7:20  AM 

To:  Aquino,  Virginia;  Burke,  Carol;  Chapman,  Nevetta;  Freed,  Chris;  Christenson,  Dave; 
Fiedler,  Kerri;  Forrest,  Sabrina;  Gaither,  Carol;  Goodrich,  Donald;  Griswold,  Hays;  Harrison, 
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Donna;  Hoogerheide,  Roger;  Ipsen,  Stephen;  Janet  Benson;  Bachman,  Jo- Ann;  Johnson,  Karren; 
Ackerman,  Joyce;  Wilbom,  Kendra;  Land,  Kelcey;  Lim,  Dianna;  Lynsey  Newman;  McComb, 
Martin;  Nelson,  Barbara;  Orendorf,  Kevin;  Padilla,  Laurie;  Parker,  Robert;  Werner,  Phillip; 
Poulet,  Chris;  Rodriguez,  Mandi;  Sandoval,  Joni;  Strausbaugh,  Dan;  Stum,  David;  Taylor, 
Lucinda;  Tim  Reynolds;  McGrew,  Tyler;  Urdiales,  Aaron;  VonTilius,  Meghan;  Wall,  Dan; 
Walton,  Edna;  Williams,  Laura 

Subject:  New  SSID  #A8K9,  Gold  King  Mine  Blow  Out,  CO 


Judy  L.  Hansen 

Accountant,  Superfund  Cost  Recovery 

Financial  Management  Unit 

U.S.  EPA  Region  8 

1 595  Wynkoop  Street 

Denver,  CO  80202-1129 

Phone  303-312-6417 

Hansen.Judv@epamail.epa.gov 
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